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SECRET 


MEMORANDUM FOR: Equipment Board Members 
FROM : Chairman, Equipment Board 

SUBJECT : Equipment Board Meeting 
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In response to a request from OC--CCD there will be 
an Equipment Board meeting from 10:00 a.m. to 12:00 noon 
on 4 December 1970 in the OC Conference Room. The purpose 
of this meeting is to review the OC-CCD FY-71 RD&E program. 
The review will also include a forecast, for the balance of 
FY— 71# of CCD’s equipment production plans requiring bulk 
stock funds. 
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